C1918  NATURAL 

IMMACULATE    CONCEPTION  CO?' 

CATHEDRAL,  DENVER,  COLO.  (Up-fli&nd 

An   outstanding   church   structure    in  ZJU 

Denver  is  this  beautiful  cathedral  of  prqm  kodachrome 

French  Gothic  design.  Built  with  altars  > 

of  purest  Carrara  Marble,  in  one  of  the  s 
spires  is  a  chime  of  15  bells,  said  to 

be  the  largest  chime  in  the  United  ^ 

States.  o 
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